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EXPLANATORY NOTES 


TYPE OF BASINS QUALITY OF WATER 
GOOD WATER SUITABLE FOR | SLIGHTLY SALINE WATER VERY SALINE WATER QUALITY OF WATER 
DOMESTIC USE SUITABLE FOR STOCK UNSUITABLE FOR STOCK NOT TESTED 


Basins where Artesian water is generally available —— 
Basins where Artesian water is obtainable in places 
Basins containing Sub-Artesian water 


Compiled from map “Underground Water’ (1953) of the Atlas of Australian Resources and later information. Department of National Development, Canberra, A.C.1. 1960 


